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The  Manor  House  -  1BRAKY 
To  tno s . 


29th  Sop tomb or,  1952. 

Mr.  Mayor,  Alderman  and  Councillors, 

I  0 G A  to  submit  my  Annual  Report  for  tho  year  ending 

('p.nnnnri  1  OKI  °  o 


31st  Doc  ornb or ,  1951. 
GENERA  L  S  TA  T I S  TIC  S 


Estimated  Population  (mid-year  1951).. . 5  600 

Number  of  inhabited  houses  . . .  .  ^  837  . 


VITAL  STATISTICS 
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Still  Births 
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Birth  Rato  per  1,000  population ....  12 .7 


15.5 
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Female 


Doa ths ....... 


41 


43 


To  tal 
84 


England 
cc  Wales 


Death  rate  per  1,000  population. . . 15.0 


12.5 


Deaths  from  maternal  causes  Nil 

Deaths  of  infants  under  1  year  1 


Tho  causes  of  tho  deaths  arc  as  follows :- 


Tuberculosis  . . 1 

Whooping  Cough. ...............  1 

Malignant  Neoplasms . . . 16 

Cerebral  Haemorrhage ..........  6 

Heart  and  coronary  disease... 3o 

Other  circulatory  disease . 3 

In i lu e  n2  a ................... 0  c  2 

Bi  on.  c  hm  is. ......... ........ ...2 

Other  disease  of  respiratory 

s  y  s  te  m  «.oo»...oo.o.uoo.i 
Nephritis  and  Nephrosis  ...... .1 

Hyperlasia  of  Pros tate .......  .2 

Motor  Vehicle  acc idents .......  1 

All  o  ther  acc idents ...........  6 

Suicide  oo«.oc  .0  000  .o..oo0...0()"|^ 
Other  defined  &  ill-defined 

diseases® . • . . . « . . 0 . .11 


me 
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The  ago  group  65  and  over  accounted  for  51  death; 
out  of  a  total  of  84. 
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INITOTipUS  oc  OTHER  NOTIFI^K^DISEASES^ 

Tho  classification  of  tho  abovo  is  as  follows 

Tuberculosis . . 5  (  Pulmonary  4  ) 

( Non-pulmonary  1) 

Measles  .  ......  . 112 

Whooping  Cough. ......  21 

Scar  lot  Povor .........  11 

Erysipelas  . .  .  2 


To  ta !  151 

INFANTILE  PARALYS IS 

Once  again  T  am  glad  to  report  that  no  case  of 
infantile  paralysis  has  boon  notified  during  the  year, 
although  cases  have  occurred  within  a  short  distance  of 
the  Borough. 

IMMUNISATION  AGAINST  DIPTHERIA . 

There  has  been  no  case  of  dipthcria  notified  during 
the  year  and  it  is  now  possible  to  assume  that  the  proscribed 
course  of  inoculations  is  adequate  to  prevent  the  disease. 

The  work  of  immunisation  has  been  faithfully  carried 
out  by  the  general  practitioners,  the  school  medical 
officers  and  tho  medical  officer  of  tho  Child  Welfare 
Centro.  Exact  figures  arc  not  available  but  there  is 
reason  to  suppose  all  children  are  being  protected  by 
immunisation  except  for  a  fow  refusals. 


VACCINATION. 


The  vaccination  of  infants  is  still  very  popular 
horo,  I  am  glad  to  say,  and  I  am  sure  our  figures 
compare  most  favourably  with  those  of  other  areas, 
bit  I  have  no  comparative  figures  avaiable.  Vaccination 
is  undertaken  by  the  general  practitioners  and  the 
arrangement  works  very  well. 


HO  SP I  ACCOMMO da  TIO N . 

Beds  for  acute  cases  are  available  at  the 
(Totnes)  Hospital  and  the  more  chronic  cases  are  accom¬ 
modated  at  the  Broomborough  Hospital.  There  has  been 
a  much  greater  demand  during  the  past  few  years  for 
for  chronic  cases  and  this  has  necessitated  a 
period  of  waiting  for  admission. 

MATERNITY  AND  CHILD  WELFARE^ 

Maternity  cases  are  accommodated  at  the 
Broomborough  Hospital  in  the  well-equipped  unit 
provided  there.  Domiciliary  midwifery  is  undertaken 
and  encouraged  whore  circumstances  permit. 

NURSING. 

Our  two  competent  nurses,  both  of  whom  arc  mid¬ 
wives,  doal  with  tho  general  nursing  and  maternity 
work  in  tho  district. 

AMBULANCE. 

Tho  ambulance  servico  Is  supplied  toy  tho  St.  John’s 
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Ambulance  Associa tion  and  two  ambulances  are 
available.  It  is  a  » round  the  clock*  service 
and  wo  arc  so  grateful  for  its  despatch  and 
off  ic  ioncy. 

HOME  HELP So 


Such  a  service  is  available,  even  though  it 
is  developed  to  a  small  extent  only.  The  demand 
for  homo  helps  varies  enormously  and  under  those 
circumstances  an  efficient  service  with  an 
adequate  number  of  helps  available  would  be 
difficult  to  organise.  However,  wherever  home 
helps  have  been  called  in  they  have  done  their 
job  well. 

HOUSING 


Work  has  commenced  on  the  roc tion  of  26 
Cornish  Unit  Houses  at  the  Pathfields  sites  and 
those  should  bo  completed  by  the  end  of  the  year. 
Also  20  traditional  types  of  houses  arc  being 
designed  for  erection  on  the  same  site. 

WATER  SUPPLY. 

During  the  summer  the  pumps  were  again 
taxed  severely  during  the  dry  period  but  no 
inconvenience  was  felt.  All  the  machinery,  the 
Borough  Engineer  informs  me,  is  in  good  order 
and  excellent  bacteriological  samples  were 
obtained. 

CATERING  k  FOOD  ESTABLISHMENTS . 

Again  these  have  been  periodically  inspected 
and  I  feel  sure  that  most  of  the  traders  have  taken 
to  heart  the  advice  given  to  them  by  Dr.  Moore, 
bacteriologist,  of  the  Public  Health  Laboratory, 
Exeter. 

SUPERVISION  OF  FOOD. 


Plans  have  been  received  for  practically  doublin 
the  size  of  the  Bacon  Factory  in  Totnos  and  these 
will  no  doubt  moan  a  continuation  of  the  excellent 
conditions  appertaining  in  this  establishment. 

Several  inspections  have  been  made  during  the  year 
and  each  time  the  place  has  been  perfectly 
clean  as  also  have  the  employees. 

FACTORIES  A  WORKSHOPS. 


Those  have  again  boon  periodically  Inspected 
and  any  suggestions  made  by  the  Factory  Inspector 
have  been  dealt  with. 

In  conclusion  I  wish  to  thank  the  Mayor  and 
Corporation  for  their  ready  co-operation  at  all  times 


(  Signed)  ELIZABETH  DAVIES. 


Medical  Officer  of  Health. 
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